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THE   CATHEDRAL  CHURCH   OF  ST.   LUKE,   130  N. 

Magnolia  Ave.,  Orlando,  Florida.  Founded  1874.  The 
cathedral  church  of  the  Episcopal  Diocese  of  Central  J 
Florida.  Rose  window,  organ,  and  choir  gallery. 
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